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Module 5-1

Lesson Topic 5-1-2

48.  Outlined procedures for troubleshooting,
performance testing and alignment of the
radar system are found in section IV of
the MIM.

If, for instance, you wanted to determine
the transmitter operating frequency, the
test equipment used to make the check is

the ____________.  The indication to be

observed is

TS488A

maximum
meter deflec
-tion on the
echo box
meter while
tuning the
TS488A tun-
ing control
knob.

49,'  Refer to the Minor Test Points Table in

the MIM and list the location and indica-
tion for the following test points.

LOCATION                     INDICATION

s^\

a.

b.    (A5
<^

f~-

c.    (BIO)
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